mpprovec ss For Release 2003/01/30 : CIA- eta rome oes 6 | an 


CONFID= TIAL wy 


18 January 1961 


SUBJECT: Change Proposal LAC-95, Improved Battery 
Installation 


TOs Contracting Officer 


Subject Change Proposal has been coordinated with the 
using organization for need and desirability. This change will 
prevent boil over of the battery from depositing potassium 
hydroxide on the lower hatch with a attendant possible etching. 
Accordingly, this change is approved. 


Request the contractor be furnished formal notification 
of WSPO approval. 
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Change Proposal LAC-95 
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